._-•.... ~----~~ 
r 
. 


Work Order ID 
92954 


/I:f}\'emher-/2-/2 
/:30:2-1 
PM 
*q?q!)4* 
Page I 


Start 
Date: 
12/11/2012 


Required 
Date: 
12/12/2012 


Reference: 


Item 10: 


Revision 
10: 


Item Name: 


D4635-044 


An 
Ceiling 
Panel 
Assembly, 
RI-I 


Start 
Qty: 
2,00 


Req'd Qty: 2,00 


Accept 
*NQ00040 
100* 


Cust Item 10: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Hand Finishing 
Thermoforming 


Insp. 
Stamp 


*NR1 * 
*NR?* 


Reject 
Number 


Stop 


Start 


Reject 
Qty 


Run 


Accept 
Qty 


Date: 


Date: 


---------_._- 
_. - 
_._~---_. 
__ ..- 
Tool 10 
Tool # 
Plan 
Code 
Set Upl 
Run Hours 


0.00 


0.00 


Date:l_Z- 
\ \ -:-_\Vooling: 


,Date: 
SPC (YIN): 


Memo 


Pick Kit 


Operation 
Description 


Revision Nbr 


Process 
Plan: 
__--ML J- 


QC: 


*1 nn* 
HandThermo 


D4635 


100 


Approvals: 


Sequence 
101 
Work Center 
10 


Draw Nbr 


110 
0.00 
*11 n* 
Small Fab 


Small Fab 


Memo 


1- Assemble 
as per Dwg 
D4635-044 


2-install 
speaker 


0.00 


3- Install Air valve 


4-lnstall 
Wiring Harness 


5-Install wiring harness 


I 
J 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


.•. 


DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 
Work 
Order: 


ReWO'k~ 
Sk;d~tUbe~ 
CC055tUbe~ 
wate'Jet~ 
Eng;needng~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
. 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
. 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
Equip/Tooling- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier' 
--=- 
Training 
- 
Unapproved 


FAULT CATEGORY 


landing Gear 
General 
.~:; 
...;;;;.... 
- 
,-- 
Gratn 
- 
Bending 
Bend 
Ovalized 
~ 
Pee"u ee/Fo"ed 
- 
- 
i--'- 
- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
r-- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
r-- 
- 
Crushed/Crimped 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
r-- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
r-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
r-- 
- 
I-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
r-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
r-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
r-- 
Turning Sequence 
Finish 
Out of Sequence 
- 
- 
r-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


Work Order ID 92954 


lVOJ'ember-ll-ll 
1:36:24 PM 
*q?q~4* 
Page :2 


Item 10: 
04635-044 


Revision 10: 


Item Name: 
Aft Ceiling 
Panel 
Assembly, 
RH 


Start Date: 
12/11/2012 


Required Date: 12/12/2012 


Reference: 


Start Qty: 
2,00 


Req'd Qty: 2,00 
*?* 
*?* 


Accept 
*NQ00040100* 


Cust Item 10: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*NS?* 


- 
-- -~._~ 
-- - 
--~-- ---"- 
---- - ~-_._-- 
--- ------------ 
- --.--------- 
- ----~._-- 
Operation 
Description 


QC6- Inspect dimensions 
to drawing 


Insp. 
Stamp 


*NR1 * 
*NR?* 


Reject 
Number 


Stop 


Start 


Reject 
Qty 


Run 


Accept 
Qty 
Tool # 
Plan 
Code 


Date: 


Date: 


Tool 10 
Set Upl 
Run Hours 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Memo 


Process Plan: 


QC: __ 


Approvals: 


*1 ?()* 
QC 


Quality Control 


Sequence 101 
Work Center 10 


120 


130 
*1 ~()* 
Packaging 


Packaging 


IdentifY as per dwg & Stock 
Location:_'_ 


Memo 


0.00 


0.00 
~/J?--6- 
---- 


140 
*1.d()* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Sk;d-tUbe~ 
crosstUbe~ 
Water Jet~ 
Eng;neer; ng~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
EquiP/Tooling - 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landing 
Gear 
General 
-'- 
- 
- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
PressureiFo"ed 
- 
- 
....- 
- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
....- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
~ 
- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
~ 
- 
~ 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
f-- 
- 
f-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
f-- 
- 
f-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
f-- 
- 
f-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
f-- 
- 
f-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
~ 
- 
....- 
Turning Sequence 
Finish 
Out of Sequence 
~ 
- 
~ 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/Quaiity 
Assurance\approved 
QA/NCRWO 
Rev G 


" 
Pieklist 
Print 


NOj'(!l71her-12-12 
1:36:28 
PM 


Worl, Order 
10: 
92954 


Parent 
Item: 
04635-044 


Parent 
Item Name: 
Aft Ceiling Panel Assembly, RH 


*q?qFl4* 
*n4R~Fl-n44* 
Start 
Date: 
12/11/2012 


Start Qty: 2.00 


Required 
Date: 
12/12/2012 


Required 
Qty: 2.00 


Comments: 
11'1'Rev. A 12/08/09 
New Issue OL 
12/11/08 
Doc Release OL 
11'1' Rev B 


Date 
Status 
Issued 
Qty 
Issued 


2 


2 


00000 


** 


0.0000 
** 


** 


** 


** 


Qty on 
Qty per Kit 
Total 
Hand 
Qty 


00000 


0.0000 


** 


** 


0.0000 


0.0000 
8 
** 


0.0000 


0.0000 


Unit of 
Measure 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


100 


100 


100 


100 


100 


100 


100 


Primary 
Last 
Route 
Location 
Location 
Seq 10 
@5~-100 


No Cid-9~ 


No 


No 


No 


Manufactured 


Manufactured 


Manufactured 


Manufactured 


Manufactured 


Manufactured 


Manufactured 


*n4R4R-1* 
Plenum Cap Assembly 
04652-1 
*n4RFl?-1 * 
Air Valve, 1.16 ID Disk Type 
04655-1 
*n4RFlFl-1* 
Speaker 
04655-3 


Component 
Item 
101 
Replacement 
Mfgl 
Bin 


Item Name 
_,__ . . ___ Item _IDBtv_~urch 
_~ 
I_te~ 


\ .DAciJ5 4"'"' D'-!fo 35"'- 
Il..tl.{ 
Manufactured 
No 
*~!~* 
Aft Ceiling Panel, RH 
04646-1 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


'j 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 


Rework~ 
Skid-t"be~ 
crosst"be~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
Equip/Tooling - 
Operator 
- 
Material 
- 
, 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landing 
Gear 
General 
...;;;... 
- 
~ 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pre"" ,e/Fo"ed 
- 
- 
- 
- 
Centre Not Concentric to 0/5 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
- 
- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
---' 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
---' 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
/ 
- 
- 
---' 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
r-- 
- 
- 
Turning Sequence 
Finish 
Out of Sequence 
r-- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/Quality 
Assurance\approved 
QA/NCRWO 
Rev G 


" 
Pieklist Print 
Page :z 
NOI'cl71hcr-I2-ll 
1:36:28 PM 


Work 
Order 
11): 
92954 
*~?~~4* 
Parent 
Item: 
D4635-044 
*n4R~~-044 * 
Parent 
Item Name: 
Ail Ceiling Panel Assembly, RH 
Start 
Date: 
12/1 1/2012 
Required 
Date: 
12/12/2012 


Start 
Qty: 2,00 
Required 
Qty: 2.00 


D4708-9 
Manufactured 
No 
0~d-~Q) 
100 
Each 
0.0000 
2 
&~, 
*n470R-~* 
** 
(J) 
Q"cW ,it 
Lanyard 
~f!}&{~t 
D4n8 
gq(3 
• 
bL 


Manufactured 
No 
100 
Each 
00000 
2 
\)15' 
*~* 
0E9 
** 
" 07 
- - 
- --- 
- 
_tS''''a<3, 
RH Cabin Speaker #3 
t>1-[7dB..e't Z 
1.3/dt/'1 
04732-11 
Manufactured 
No 
100 
Each 
0.0000 
2 
~-11*tv[A- 
bl 
** 
- ----~----- -- -- 


D4732-39 
~ 
Manufactured 
No 
100 
Each 
0.0000 
2 
~~*ltYlA- 
** 
-------_._> 
_._~~ 
________ 
••• 
0- 


MS21042L08 
Purchased 
No 
100 
Each 
890.0000 
4 
8 
~R*AJIJi,~, 
** 
---------- 
---------- ~ 


Location 
1!!£...Q!y 
Loc Code 


315 
9 
122452 
9 


ST315 
500 
122814 
500 


ST317 
381 
122141 
381 
MS21044-N08 
Purchased 
No 
(ii37L(j) 


100 
Each 
0.0000 
4 
8 
,46!\s' 
*I\A~? 1044-NOR* 
** ~f) 
\J:'O"7 
Nut 
----~/t7 


November-12-12 
1:36:28 PM 
Shop Packet 
Print 
Page 2 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


.'." 


DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Sk;d-tUbe~ 
crosstUbe~ 
Water Jet~ 
Eng;needng ~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coar. 
Quality 


Use-as-is 
Th~rmoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No . 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 
. - 


R"oot 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
Equip/Tooling - 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landing 
Gear 
General 
-'- 
r-- 
- 
r-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pr"," 
re/Forced 
- 
I-- 
- 
I-- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
I-- 
- 
I-- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
I-- 
- 
I-- 
Crushed/Crimped_ 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
f-- 
- 
I-- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
- 
f-- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
- 
- 
f-- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
- 
'-- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
I-- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
- 
Turning Sequence 
Finish 
Out of Sequence 
- 
- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/Quality 
Assurance\approved 
QAjNCRWO 
Rev G 


," 


Pieklist 
Print 


NOFcmhcr-J]-12 
1:36:28 
PM 
Page 3 


Work Order 
10: 
92954 


Parent 
Item Name: 
Aft Ceiling Panel Assembly. RH 


Parent 
Item: 
D4635-044 
*Q?Q!14* 
*n4R1!1-044 
* 
Start Date: 
12/ I 1/2012 


Start Qty: 2.00 


Required 
Date: 
12/12/2012 


Required 
Qty: 2.00 


24 


8 
@-~---------- 


4 


12 
** 


3 
6 
**@ 


** 


6.0000 


4.023.000 


0.0000 


Loc Codc 


Loc Code 


Each 


Loc Qtv 


6 


6 


Each 


Loc Qtv 


4023 


4023 


100 
Each 


100 


100 


ST322 


100202 


No 


No 


No 


Purchased 
MS21919-WDG8 
*I\A~?1 q1 q-\l\ln~R* 
Clamp 


*NA~ 114Qn011?I* 
,i 
was;:; As ~I'-(~.&)AJ ~32.:J!J~\t, 


MS24694-S7 
Purcr'J"ed 
*~* 
D. 
_(Dlv 


Screw 
/YtS~4CfJ""'" 
IS DS 


NASI149D0332J 
Purchased 


November-12-12 
1:36:28 PM 
Shop Packet Print 
Page 3 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
EquiP/Tooling- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
i 
- 
Process 
- 
Supplier 
\ 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


landing Gear 
General 
-=- 
r-- 
- 
r-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pressure/Forced 
- 
I-- 
- 
I-- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
I-- 
- 
I-- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
I-- 
- 
I-- 
Crushed/Crimped 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
I-- 
- 
--- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
--- 
- 
--- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
--- 
- 
--- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I-- 
- 
'-- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
I-- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
I-- 
- 
Turning Sequence 
Finish 
Out of Sequence 
- 
I-- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


04635-044 
RH, AFT CEILING PANEL ASSY 


TITLE 
04635 


COPYRIGHT ill 2012 BY 
DART 
AEROSPACE 
LTD 
TII!I~"'''I'''''''~Tl'''''I)~",,:)slUl'PUmO~_EJaIlIDI<XIItlI'nQNT,,"T"C1 
HOtlQeElJ'EOFOIltWr_Ol~Ol!~TtOTo_o;maOV>lKW'IWTMOUI 


-mn.'l;JtlllSSlON~llA!lTMJ!IXJ'aetlTt> 


A 
DART AEROSPACE 
LTD 
HAWKESBURY, 
ONTARIO, 
CANAOA 


DRAWING 
NO. 
REV.B 


SHEET 
70F 
18 


SCALE 
OUTBOARD 
CEILING 
PANELS 
NTS 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
12.11.30 


NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
aSI 
018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
PER aSI 
044 6.4, ON SMOOTH 
SIDE 
7) WEIGHT: 
4.5 Ibs 
8) INSTALL 
D4728-{)46 
WIRE 
HARNESS 
PER aSI 
048 
9) ON D4708-9 
LANYARD 
OPEN 
TO 
\1)0.196 BOTH 
ENDS 


A 


D 


c 


8 
4 
3 


D 


c 


04635.044 
RH, AFT CEILING PANEL ASSY 
AUXilIARY VIEW 


DESIGN 
RF 
DART AEROSPACE 
LTD 
A 
A 
DRAWN 
RF 
HAWKESBURY. 
ONTARIO. 
CANADA 
CHECKED 
DRAWING 
NO. 
REV.S 
MFG. APPR. 
1=1 


04635 
SHEET 
8 OF 18 
APPROVED 
TITLE 
SCALE 
DE APPR. 
OUTBOARD CEILING PANELS 
NTS 
DATE 
12.11.30 
COPYRIGHT ~ 2012 BY DART AEROSPACE 
LTD 


DtlS~I$_ 
.••n:JHJCOth:lENTIAI..u.IlIS!lJ"'l.EOONTJo<t~(XlICIIT1(Iollll.OTrr.$ 


HOTTOflEUSEDfOR.oH'I'=::"~::~cme:I'EllSCf<wmo.rT 


3 
2 
I 
8 
6 
4 


8 
5 
4 
3 


D 


c 


2.4 


11.0 


5' 


'"'" 
c;j 


15.4 


13.4 
12.8 


7.00 


4.00 


2.9 
2.0 


O.OO-I~ 


000 
0"'''' 
ciod 


11.0 


C3-18 


0'" 
'" '" 
00 


00 
"'0 
dci 


2.4 


0'00-(1 


'"'" 
c;j 


2.0 


2.9 


RO.16 
TYP 


'" 
CD 
'" 
o 0 


R2.0 


2.0 


D 


c 


SECTION A-A 
SECTION 
A'-A' 
OPPOSITE 
SCALE2X 


B3-13 
83-14 
SECTION 
B-B 
87-13 
SCALE 
2X 
87-14 
SECTION 
G.G 
84.15 
SCALE 
2X 
84.16 
SECTION 
K-K 
C6-16 
SCALE2X 


04635 


A 


REV.S 


SHEET 
17 OF 18 


TIRE 
SCALE 
OUTBOARD 
CEILING PANELS 
NTS 


COPYRIGHT@2012BYDARTAEROSPACELltl 
~='::':W~=ca::::C:::E~?~=S 


t~c2;;3~~~ 
~Ob:~ 
;tIP 


DART AEROSPACE 
LTD 
HAWKESBURY. 
ONTARIO. 
CANADA 


DRAWING 
NO. 


DESIGN 
DRAWN 
CHECKED 
MFG. APPR. 
APPROVED 


DE APPR. 


DATE 
12.11.30 


87-17 


0.08 
REF 


AUXILIARY 
VIEW 
SOS 
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